Government Scientific Source, Inc . 

12351 Sunrise Valley Drive, Reston, Virginia 20191 
(703) 734-6962 * (800) 248-8030 * Fax (703) 734-3321 
EIN # 54-1607358 * DUNS# 78-580-7611 


INVOICE 



Date 06/11/12 


Cl 1819 

Bill To: MA STATE LAB INSTITUTE 
305 N SOUTH STREET 
ATTN:PURCHASING RM 208 
JAMAICA PLAINS, MA 02130 
United States 


Ship To: MASS DEPT OF PUBLIC HEALTH 
AMHERST DRUG LAB /12105 
ATTN JAMES HANCHETT 
637 NORTH PLEASANT STREET 
RM N251 MORRILL 1 
AMHERST, MA 01003 



Purchase Order 

BRA / Call No. Terms 

Ship Via 



12105 


Net 30 



Ordered 

Shipped Back Ordered Item No 

UOM 

Description 

Unit Price 

Extended Price 

5 

5 0 CRT P-048 

EA 

Psiiocin 

72.80 

364.00 




Sales Amount 

364.00 

Remit To: Government Scientific Source, Inc. 


Taxable Amount 

0.00 

P.O. Box 79717 

Baltimore, MD 21279-0717 

Thank You 

Sales Tax 

Total 

0.00 

364.00 


Suntrust Checking/Routing # 061000104 


Folk OIG PRR 100114 









